MECHANICAL MAINTENANCE ENGINEER 




SAMIULLAH 


Versatile, accomplished Mechanical activities with proven expertise maintenance & 
installation in a wide range of industrial settings & background includes 9.5 years of Industrial 
plants experience 



NAME: SAMIULLAH 
Father Name: Abdul Wahid 


EXPERIENCE 


• Tr: Mech Engineer | DESCON Engineering Ltd 

• O&M Engineer |GASCO Engineering Pvt Ltd 

• Maintenance Engineer | HASCOL Petroleum Ltd 

• Assistant Manager O&M | Nandipur Power Plant 


(Jun' ll-Jun'12) 
(Sept'12-July 17) 
(Aug'17-Jan'20) 
(Nov'20 - Present) 


CONTACT 


(3)Phone 

+923003275727 

ElEmail 

samiullah.qureshi@outlook.com 

HAddress 

Flat# 402 Fatima Heights, Street# 
16 Punjab Colony Karachi Pakistan 


TRAININGS/CERTIFICATIONS 


1. Reciprocating Gas 
compressor & Engines from 
GE HO Dubai 

2. Effective Plant Shutdown & 
turnaround planning (IPECC 
Karachi) 

3. Basic Project Management 
(Datalog Technology) 

4. Maintenance Management 
Breakdown maintenance to 
Total productive Maintenance 

5. Work at Height (NSL 
Communicating Safety Houston' 

6. Mechanical & Maintenance 
Work(P&T QHSSSEE) 

7. PTW(OMV& bhpbilliton) 

8. Process safety Trainings 


Planning, Scheduling & Execution of all activities of pre-commissioning / 
commissioning / Major over Hauling of plant machinery equipment 
Oversees all modification and implementation of all Projects/Shutdowns/TA & 
responsible for maintenance budget and monitor and control the cost. 

Minimize unplanned stoppages of packaging; filling and processing equipment in 
order to increase the line efficiency 

Hands on experience on machines alignment, vibration analysis, corrective and 
preventives actions, start up, stop, loading and unloading of machines etc. 

Interprets and evaluates reports such as, inspection, vibration analysis, lube oil 
analysis to process data, etc. to determine equipment effectiveness or recommend 
design improvements to systems or equipment. 

Management of change coordination of the entire process of design change of 
process/equipment onboard, provide technical support, changes requirements (i.e. 
HAZID, HAZOP, PSSR) in conjunction with the HSE Dept 

Assists in spare parts review for ensuring equipment maintainability and availability. 
Performs Root Cause Analysis (RCA) and tracks the implementation of corrective 
actions through resolution. 

Make yearly maintenance plan for each equipment in order to estimate the spares 
cost and resources optimization. 

Develops and maintains an electronic library of procedures. Job Safety Analyses 
(JSA's), checklists, in order to be made easily transparent and accessible for benefit 
other team members. 

Oversee non-stock parts purchasing and outside vendor service contracts as related 
to planned maintenance work and maintain appropriate documentation related to 
equipment maintenance 


PROFESSIONAL SKILLS 


1. Planning Scheduling on 
Primavera P6 and MS Project 

2. Commissioning Engines, 
compressors & lines 

3. Communication & 
motivation 

4. Sales & Services after 
market 

5. Project Management 

6. Maintenance Cost 
Controlling 

7- Team Snirit 


PLANTS: Fertilizer Ammonia Plant rotary equipment. Wellhead gas compression facility 
(Static & Rotary Equipment), Oil storage Plant, glycol, refrigeration, cooling tower and power 
generation plant Utilities etc. 


EDUCATION 


• B.E Mechanical Engineering | Mehran UET Jamshoro (Jan'07 - March'll) 

Division 

• Intermediate Pre-Engineering | B.I.S.E HYD (2006-2008) 

A Grade 

• Matriculation | B.I.S.E HYD (2004-2006) 

















